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_ The number of inhabited houses at the 
according to the Rate Books was:- 


The Rateable Value was £16, 302. 
The sum represented by a penny rate was £58. 
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MEDICAL OFFICER OF HEALTH for the YEAR 1941. 

TO THE URBAN DISTRICT COUNCIL FOR THD BOROUGH OF NEW ROWCY.  * 
Mrs Mayor, Aldermen and Councillors;- 

| _ The area of the Borouzh is 1509 acres. 
The Resident Population was 1155 according to the Re :istrar 
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Birth Rates for the past five yearsi~ 


New Romney: 
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This gives a Death Rate cr 15. 
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; z The Death Rate for England & Wales wos:- 
The Death Rate for the last five years was:- 


11.89 
11.92 
15.02 


The Birth Rate for England and Wales wWasi= 
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end of the year 1941, 
577. 


- Pemales. Sao 


This sives a Birth Rate of - 19.04% per 1000 of the estimated 


lhe 20 per 1000. 


Eng aoe & Wales. 


15.10 


Total 


58 per 1000 of the estinated 


12.90. per 1000. 


England & Wales: 


— 


TILL BIRTHS3- Rate per 1000 total (live & still) births:- 83.3. 
There were three 8till Births ~ two legitimate males, and one 
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Deaths from Puerperal causes:— None. 
Deaths fron Cancer (all ages) 2. 
" "Measles " " None. 
" " Whooping Couch (211 azes) None. 
" " Diarrhoea (under 2 years of age) None. 
° " Tuberculosis (any forn) None. ¥ 
Deaths of Infants under one year of acze:- None. 
. All Infants per 1000 live births: None. 
sa Lecitinate Infants per 1000 live births: None. 
" Illezitimate Infants per 1000 live births: None. 
The following cases of Infectious Diseases were notiried 
during the year:- 
Pneunonia - 2. 
Whooping Cough - 17. 
Scarlet Fever - 3. 
Tuberculosis - tio males, one pulmonary & one non=-pulnonary 


The cases of Scarlet Fever were removed to the Isolation Hospital 


WATER SUPPLY: - 

The Public Water Supply remains the sane. There was 
no shortazse during the year. 

Bacteriological Exaninations were made Monthly, and 
the reports have always been good anc there was no evidence of 
over-chlorination. —~ 


I an, Ladies & Gentlenen, 
Your obedient Servant, 


5th April, 191. ARNOLD McMILLAN. 
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